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STOCKTON STREET ETTECTIVE DATE: 11/11/92 

MARLBORO "BLUE" ULTRA LIGHTS 83MM REGULAR CS E1B STANDARD PRODUCTION 

BRAND CODE-1703 (STD) 


J , .IJ.V.3J.CAL_l1i:AC.UfTi:HrNTS 


TOBACCO ROD LENGTH 

56.0 

MM 

TIPPING LENGTH 

32.000 

MM 

CIGARETTE PAPER WIDTH 

27.00 

MM 

C1RCUMTERENCE 

2I| .00 

MM 

CALCULATED VOLUME 

2,7llO.B26'l 

CUBIC MM 

CALCULATED DENSITY 

22.U06II 

COMS/CC 


_MQ.tSJUBE_ 


PACK 0. V. 

' 13.25 

X W/W 


I 

i 



TILLER WEIGHT 

CALCULATED WEIGHT 
PARER AHO ADHESIVE 
ROD WEIGHT 
TIPPING AND ADHESIVE 
TOTAL LESS PlUO 


_tMOEI_WUCIHS_ 


.61M201 
1.3539 
.0369051 
.6530252 
.OH 19077 
.69H932Q 


GRAMS 
LBS. /1000 
GRAMS 
GRAMS 
ORAMS 
GRAMS 


REASON TOR CHANCE ! CIOARTMC PAPER Bl.lf WIDTH CHANOEO I7IOM P7.2JMM 10 

: 27.00MM. TARGET WEIGHTS ADJUSTED ACCORDINGLY. 

! OK TO MIX r INtSMTO 01 OAR E11TS. 



Source: https://www.industrydocuments.ucsf.edu/docs/sxwm0004 
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